Subject: Re: Update on 5th St Streetlights 
From: Lorena Parker 
Date: 03/27/2017 12:04 PM 
To: Mario Aceves 

Mario, 

Dekra-Light reported back to me that it appears that someone replaced all of the TAPE units and did not plug the tivoli lights 
back in. So far it's cost me $495 to go out and assess and fix a few of them. However, I have several blocks out and it would 
now cost me thousands of dollars to fix them all. 

Who is unplugging the lights? We cannot afford thousands of dollars to pay someone to plug them back in. 

I really need your assistance. 

Best regards, 


Lorena Parker 

Executive Director 

San Pedro Property Owners' Alliance 

San Pedro Historic Waterfront 

Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 

T 310.832.2183 IF 310.832.0685 

LDarker@sanDedrobid.com 

www.sanDedrobid.com 

On T ue, Mar 1 4, 201 7 at 9:1 9 AM, Mario Aceves < mario.aceves@lacitv.ora > wrote: 

Hi Lorena, 

I did some research on the streetlights on 5th St. between Palos Verdes St. and Mesa St. and there are no records of any recent work done by BSL 
at this location. In addition, these streetlights have been LED fixtures since 2013. 


Mario L. Aceves 

Street Lighting Engineering Associate 
Bureau of Street Lighting 
Community Services Division 
(2131 847-1451 


—Confidentiality Notice 

nic message transmission contains information from the City of I 
stribution or use of the content of this information is prohibited, 
received this communication in error, please notify us immed 


; Angeles, which may be confidential. If you are i 


t any disclosure, 




’ attachment without reading or saving in any i 


